Attachment 5 / RFP NO. 142F-20 Midlife Overhaul of 60 Forty-foot New Flyer Hybrid Buses 





Attachment 5: Non-DBE Subcontractor List 


The following list shall be completed as part of the Technical Proposal and must include all proposed 
Non-DBE Subcontractors. Additional pages may be included if necessary. 





Subcontractor Name | Subcontractor Contact Info Proposed Activities/ 
(Address, Email, Phone Number) Work Scope 












































Any additional subcontractors proposed after award shall be presented to the Authority for review and 
approval. Per Technical Specification VE20-051, Section 2.8 Subcontractor Qualifications and 
Procedures, the Contractor is responsible for submitting all subcontractor qualifications and procedures 
with the relevant Design Review Submittals for MBTA review and approval. 


